{\rtf1\ansi {\colortbl;\red0\green0\blue0;\red0\green0\blue255;\red0\green255\blue255;\red0\green255\blue0;\red255\green0\blue255;\red255\green0\blue0;\red255\green255\blue0;\red255\green255\blue255;}{\fonttbl{\f0\froman\cpg0\fcharset0 Times New Roman;}{\f1\froman\cpg1252\fcharset0 Times New Roman;}{\f2\froman\cpg1251\fcharset204 Times New Roman;}{\f3\froman\cpg1250\fcharset238 Times New Roman;}{\f4\froman\cpg1257\fcharset186 Times New Roman;}{\f5\froman\cpg1254\fcharset162 Times New Roman;}{\f6\froman\cpg1253\fcharset161 Times New Roman;}{\f7\froman\cpg1255\fcharset177 Times New Roman;}}\paperw12240\paperh15840 \sectd \sbknone \pard \plain \cbpat0 {\cf0\f1\cchs0\lang1033\fs20 CHAP. VII.]  STEIN   AND   THE   FALL  OF  NAPOLEON.    IQI}\par \pard \plain \cbpat0 {\cf0\f1\cchs0\lang1033\fs20 been his lot to look at the whole contest with Russian eyes, and for a long time he had fretted over the back\-wardness of Prussia. Prussian officials had thwarted him at Konigsberg, Prussian diplomatists at Kalisch, the King himself had been cold to him at Breslau. He acknowledges the great things Prussia has clone since, but he cannot yet forget how differently she had behaved before, and if a Landwehr has been raised, he remembers better than others that a Com\-mission from the Czar had been needed to set the scheme in motion. He goes on: 'We owe the great result not to cowardly statesmen or miserable princes, but to1\hich\af0\loch\af0\dbch\f1\cchs0 \'97\hich\af0\dbch\af1\loch\f0\cchs0 the people ? No, this strikes him as too much in the style of the Revolution\hich\af0\loch\af0\dbch\f1\cchs0 \'97\hich\af0\dbch\af1\loch\f0\cchs0 ' to two bloody and eventful campaigns, rich in laurels and tears, to many bloody battles....' He ends by men\-tioning that the Allied Powers have conferred upon him the Central Administration of the territories occupied. ' Repnin is named Governor of Saxony. I shall set out in a fortnight, as soon as the armies reach Frankfurt.'}\par \pard \plain \cbpat0 {\cf0\f1\cchs0\lang1033\fs20 It appears from this announcement that all the hindrances which had stood in the way of the revival of the Central Administration vanished at once on his appearance, for the matter must have been settled on the very day of his arrival at Leipzig. Hardenberg and Humboldt attributed the delays that had taken place earlier to Stein's de\-parture, and it certainly seems that they ceased on his reappearance. One of Ompteda's corre\-spondents remarks, ' I cannot but admire the adroit\-ness of the Baron vom Stein, who has been able to overcome the Austrian prejudices against his person}\par }